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Chloride of Lime in Sanitation.

an organic film which requires repeated irrigation with a very
active disinfectant. Chloride of lime as well as hypochlorite
of sodium in diluted solution have been successfully employed
for this purpose, a simple spraying apparatus being used.
Disinfection of houses is rarely required, except in cases of
contagious diseases. Fresh air, light and frequent cleaning are
then the essentials. After washing floors, walls, stairs, sinks,
furniture, bedsteads with soap and water, a weak stock hypo-
chlorite, diluted 1 : 10, should be used for mopping or spraying.
The solution is allowed to dry.
Chloride of lime is known to be a most efficient deodorizer,
indeed, in coming in contact with any substance, it destroys
odors as well as bacteria. For mouldy cellars, murky backyards,
dark, dusty places, often the abode of tubercular germs, there
is no better remedy than sprinkling with chloride of lime.